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3 «ftme 1949 


IffiMCRAMDUM K)R» Coonander V* D. Kelly 
Room 2064 

M*Ln Kavy Building. 


dated 12 July 1948, with translation thereof m requested in your 
B***nndm of 2 dune 1949* 


j^y y iy 

H* H. HILLESKOCTTEK ^ 

Reor Adairel, 0S» cXX 

Direetor of Central Intelligence 


toor *^ e »- S - U^Son 


DQI ^ 

Central Records 
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